UP ABOVE THE WORLD SO HIGH

Topical Press.
Here is another photograph taken during the construction of the great electrical power station
at Battersea, London. The crane is hoisting from street level two massive pieces that will be
riveted into the parts of the girders which they were made to fit. The man may have
travelled through space to save himself a long climb. It is more than likely, though, that
the place to which the frames have to go can only be reached by this method.